Page 4 of 5 


Lincoln Filene Center for Citizenship and Public Affairs New England Environmental 
Conference (1989). 

Massachusetts Municipal Association (1988). 

Technical Reports: 

S.B. Kane Driscoll, Wickwire, W.T., Cura, J.J., Vorhees, D.J., Butler, C.L., Williams, 
L., Moore, D.W., and Bridges, T.S. 1999. Screening-Level Environmental Risk 
Assessment for Select Dredged Material Management Alternatives Under the New 
York/New Jersey Dredged Material Management Plan. Prepared for U.S. Army Corps of 
Engineers, New York District. 

Vorhees, D.J., W.J. Heiger-Bemays, D. Murray, R.E. Dodson. 1998. Trial Guideline for 
Protecting Residents from Inhalation Exposure to Petroleum Vapors: Trial Period 
Findings. Prepared for the State of Maine Department of Environmental Protection. 

Vorhees, D.J., S.B. Kane Driscoll, K.von Stackelberg, T.S. Bridges. 1998. Improving 
Dredged Material Management Decisions with Uncertainty Analysis. Technical Report 
DOER-3, U.S. Army Engineer Waterways Experiment Station, Vicksburg, MS. 

Moore, D.W., T.S. Bridges, C.Ruiz, JJ. Cura, S.B. Kane Driscoll, DJ. Vorhees, R.C. 
Peddicord. 1998. Environmental Risk Assessment and Dredged Material Management: 
Issues and Application. Proceedings of a Workshop 18-20 February 1998 at the San 
Diego Mission Valley Hilton, San Diego, California, Technical Report DOER-2, U.S. 
Army Engineer Waterways Experiment Station, Vicksburg, MS. 

Bernays, W.H., Vorhees, D.J., Long E, C.M. 1997, Trial Guideline for Protecting 
Residents from Inhalation Exposure to Petroleum Vapors. Prepared for the State of 
Maine Department of Environmental Protection. 

Brody, J., Ford, K., Maxwell, N., Melly, S., Polk, R., Rudel, R., Swedis, S., Aschengrau, 
A., Clapp, R., Ozonoff, D., Paulu, C., Webster, T„ Coogan, P., Rosenberg., L., Soto, A., 
Sonnenschein, C., Luizzi, M„ Karasko, A., Vorhees, D. J. 1997. Cape Cod Breast 
Cancer and Environment Study. 

Vorhees, D.J., Heiger-Bernays, W., McCiean, M. 1997. Human Health Risk Associated 
with Cigarette Smoke: The Link Between Smoke Constituents and Additives. Prepared 
for The Medical Foundation. 

Indoor Air Pollution In Massachusetts - Final Report. 1989. The Commonwealth of 
Massachusetts Special Legislative Commission on Indoor Air Pollution. 


(click here to go back) 


http://www.menziecura.com/staff/vorhees.himI 


U/6/01 

PM3001241903 


Source: https://www.industrydocuments.ucsf.edu/docs/xldk0001 



